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Message Text 

UNCLASSIFIED 

PAGE 01 BRASIL 01478 242059Z 
ACTION HEW-06 

INFO OCT-OI ARA-10 ISO-00 OES-06 EB-08 COME-00 /03I W 

250239 032552/73 

R 242000Z FEB 77 
FM AMBVBASSY BRASILIA 
TO SECSTATE WASHDC 0252 

UNCLAS BRASILIA 1478 

DEPT PASS PDA 

E.O. 11652: N/A 
TAGS: TBIO, BR 

SUBJECT: RECALL OF INTRAOCULAR IRIS PLANE LENS 

REP: STATE 036606/1 

EMBASSY CONACTED BRAZILIAN CONSIGNEE DR. TADEU 
QUINTAL ON THE SUBJECT OF REFTEL, WHO REPORTED THE 
FOLLOWING: 

1 . DR. QUINTAL RECEIVED THE LETTER FROM COPELAND AND 
IS REPLYING DIRECTLY TO HIM, ADVISING OF THE ADVERSE 
REACTIONS HIS PATIENTS PRESENTED. 

2. HE SAID THAT HE PURCHASED 6 LENSES, 4 OF WHICH 
HAVE BEEN IMPLANTED. 3 CASES PRESENTED MODERATE 
REACTIONS, BUT THEY ARE ALREADY UNDER CONTROL. THE 
FOURTH PATIENT HAS PRESENTED A KIDNEY INFECTION,BUT 
HE DOES NOT YET KNOW WHETHER IT IS RELATED TO THE 
LENSES. HE IS STILL STUDYING THE CASE. 

3. HE PLANS TO RETURN THE 2 REMAINING LENSES. 

CRIMMINS 

UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: MEDICAL CARE, EQUIPMENT, RECALLS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 24-Feb-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977BRASIL01478 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770065-0180 

Format: TEL 
From: BRASILIA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977021 5/aaaaamsg.tel 

Line Count: 46 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: a174c1bf-c288-dd11-92da-001cc4696bcc 

Office: ACTION HEW 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 36606 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 01-0ct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3245290 
Secure: OPEN 
Status: NATIVE 

Subject: RECALL OF INTRAOCULAR IRIS PLANE LENS 
TAGS: TBIO, BR 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/a1 74c1 bf-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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